224

MILK: PRODUCTION AND CONTROL

pail may be easily accessible for cleansing purposes.   Galvanised pails should
never be employed although they are often used on account of their cheapness.

FIG. 86.

" Whitecourt " Wooden
Milking Stool.

By courtesy of Clare's Service.

FIG. 87.   Galvanised Metal
Milking Stool.

There are still more open-top milking pails in use than those of the covered
variety. The commonest type of pail met with to-day is widest at the mouth,
to allow easy access for the milk. The use of open pails cannot be recom-

By courtesy of the National Milk Publicity Council
FIG. 88.   Mode of access of contamination in milk pails and prevention by
the use of a covered pail.
(Arrows represent falling dirt or dust.)
mended, as any droppings from the udder and the flanks and tail of the
animal or any dust from the air of the cowshed can easily find their way into
the pail and so into the milk during milking operations.